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A PRELIMINARY INVESTIGATION OF THE USE OF CIRCULATION CONTROL 
TO INCREASE THE LIFT OF A 45° SWEPTBACK WING BY 
SUCTION THROUGH TRAILING-EDGE SLOTS 


By Woodrow L. Cook, Roy N. Griffin, Jr., 
and David H. Hickey 


SUMMARY 


An investigation was conducted to determine the effectiveness of 
circulation control by applying suction through trailing-edge slots on 
a 450 sweptback wing. Various chordwise extents and depths of slot 
were investigated with and without deflection of a trailing-edge split 
flap. The effectiveness of circulation control throughout a large 
angle-of-attack range was determined with porous area suction applied 
at the wing leading edge. Limited tests were made with circulation 
control applied to a two-dimensional airfoil section. 


The results indicated that considerable Lift increments can be 
obtained with circulation control applied to a sweptback wing. It was 
determined that the lift increments could be maintained throughout the 
angle-of-attack ranges where there was no leading-edge air-flow separa- 
tion. The lift increment due to circulation control was a function of 
flow coefficient, extent of slot from the trailing edge, and slot depth. 


With circulation control applied to the 45° sweptback wing an 
increment of lift coefficient of 0.45 could be obtained with a flow 
coefficient of 0.014, and an increment of lift coefficient of 0.6 could 
be obtained with a trailing-edge split flap deflected 45° and a flow 
coefficient of 0.014. Large pitching-moment coefficients were associated 
with the increases in lift due to circulation control. The two- 
dimensional airfoil section results are compared with an existing theory 
of circulation control and a correlation is made between the two- and 
three-dimensional results. 
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INTRODUCTION - 


References 1, 9, 3, and 4 indicate that the lift of an airfoil 
section can be increased without an increase in angle of attack. 
According to the theory of Ehlers, reference l, the variation of lift 
is obtained by controlling tbe circulation around an airfoil through the 
use of a sink near the trailing edge of the upper surface of the airfoil 
section. Physically, the sink is simulated by suction of air through a 
finite slot at the trailing edge of the airfoil. section. The analysis 
of Ehlers indicates that the most important: variables which determine | 
the magnitude of Lift that can be obtained by | this method are the a ae 
quantity of air removed from the potential flow field and the chordwise Mira 
position of the slot with respect to the trailing edge. Results from a 
reference 2 for two-dimensional airfoil sections substantiate the theory o 
of reference l and show that large increases in lift can be obtained an Ds 
airfoil sections when suction is applied near the trailing edge. t NES 


Many current and proposed airplane designs have severe limitations te 
in lift due to the low lift-curve slopes of the sweptback, low-aspect- 
ratio wings that are. being used. Therefore, an investigation was pro- p du 


posed to determine the increment of lift obtainable with circulation — a 
control on.a 45° sweptback wing. The study was planned to be of a very ee 
preliminary nature and was mainly for the purpose of determining whether v 


this method of increasing Litt was worthy of more es oka M dc es NL 
on sweptback wings. o ENS 


The tests on the 45° sweptback wing were specifically directed at 
providing information on the following general points: (1) Can an 
increase in lift with this type of circulation control be realized on * EL. fe 
sweptback wings and, if so, (2) are the trends indicated. by Ehlers! 
theory and two-dimensional results applicable to the sweptback wing? _ 
(3) Will circulation control remain effective over a useful range of Me i 
angles of attack? (4) Does circulation control by suction of air offer x d nd. 
a practical means of generating lift on sweptback wings? | n 


The two-dimensional experimental work of reference 2 utilized an 
NACA 23015 airfoil section which is of greater thickness and different ee 
shape than the airfoil sections used on the sweptback wing. ‘Therefore, eS 
it was considered necessary to make two-dimensional tests of a thinner, BS 
more modern airfoil section, with circulation control applied to provide, D 


(1) an evaluation of Ehlers' theory for the case of thinner airfoil u EM 
sections, and (2) quantitative information for comparison with the | | 2 "IL 
resulte for the three-dimensional wing. | I EM úl MER 

The investigations of the three-dimensional sweptback wing were . ax 
conducted in the Ames hO- by 80-foot wind tunnel and the two-dimensional S 
tests were conducted in a 2- by 5-foot wind tunnel. The results of ^ ^. “Z 
these investigations are reported herein. BE AN MB Eo 
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COEFFICIENTS AND SYMBOLS 


The data are presented in the form of standard NACA coefficients 
and symbols as defined in the following tabulation: 


b wing span, ft 


c local chord parallel to plane of symmetry, ft 


PE Bay 


mean aerodynamic chord, ———————, ft 


per? e ay 


O 


O1 


c! local chord perpendicular to trailing edge, ft 


ez Section lift coefficient, evaluated from pressure distribution 


section flow coefficient, 


-&. 
ULS' 


Cp drag coefficient, PE 
q 


lift 


Cr, lift coefficient, aS 


Cm pitching-moment coefficient computed about the quarter-chord point 


of the mean aerodynamic chord, — 
E 


-P 
e suction pressure coefficient, a 
P q 


Co total flow coefficient, F 


d depth of trailing-edge suction siot, ft 


i chordwise.extent of porous area at leading edge measured along 
surface normal to leading edge, in. 


P-P 
P pressure coefficient, == 


LE | 


ms... NACA RM A541) 


free-stream static pressure, lb/sq ft. .-.. | e 


local static pressure, lb/sq ft 
plenum chamber total pressure, lb/sq ft 


volume of air removed, per unit time by suction, corrected to 
standard atmospheric conditions, cu ft/sec 


free-stream dynamic pressure, 1b/sq ft T "VETE ME 


chordwise dimension of trailing-edge suction slot measured normal ~ 
to trailing edge, ft 


wing area, sq ft 

area.of model for two-dimensional tests, sq ft 

thickness of felt, in. 

free-stream velocity, ft/sec 

suction-air velocity, ft/sec 

chordwise coordinate parallel to plane of symmetry, ft 
spanwise coordinate perpendicular to plane of symmetry, iu 
angle of attack, deg 


angle of attack not corrected for tunnel-wall interference, deg 


trailing-edge split-flap deflection measured in plane normal to 
hinge line, deg l MN 


lift-coefficient increment due to trailing-edge suction | 


section-lift-coefficient increment due to trailing-edge suction 


Subscripts 


leading edge 


trailing edge  . We de 1 20 4 E 2 & 24 


component normal to quarter-chord line... l = 


plenum chamber etos 
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MODEL AND APPARATUS 


Three-Dimensional Model 


The geometric characteristics of the model and a photograph of the 
model mounted in the wind tunnel are shown in figures 1 and 2, respec- 
tively. The wing had 45° of sweepback of the quarter-chord line, an 
aspect ratio of 6.0, and a taper ratio of 0.292. The wing had zero twist 
and no dihedral. The airfoil sections were symmetrical; the coordinates 
in planes normal to the wing leading edge are given in table I. The wing 
had trailing-edge split flaps extending from the fuselage to 0.66 semi- 
span. The flap chord was 0.25 of the wing chord normal to the quarter- 
chord line. The hinge line was located at 0.75 of the wing chord normal 
to the quarter chord. 


Surface pressure orifices were located at five spanwise stations 
on the wing. The spanwise and chordwise locations of the orifices are 
given in table II. 


Trailing-edge slots.- The trailing edge of the wing was constructed 
as shown in figure 3. The construction was such that along the entire 
span of the wing a number of slot configurations of variable chordwise 
extent and depth could be investigated. The various chordwise extents 
of slot, measured normal to the wing trailing edge, are given in 
table IIT. The lower surface was hinged at the '5-percent-chord line 
(chord normal to quarter-chord line) so that down deflection would 
permit air to be removed for chordwise slot extents less than 3.0 percent; 
for these cases, there would have been no finite slot depth unless the 
lower surface was deflected. The various depths of slot are given in 
table III. The siot chordwise extent and depth across the span were 
held within +15 percent of the values given in table III. 


Porous leading edges.- The leading edge was constructed with a 
porous surface made of a metal mesh backed with variable-thickness wool 
felt. Figure 3 shows the details of the leading edge. The design 
method used for the porous leading edge is discussed in references 5 
and 6. The metal mesh was ll-percent porous, had 4,225 holes per square 
inch, and had a thickness of 0.008 inch. The chordwise thickness dis- 
tribution of the wool felt at various spanwise sections is shown in 
figure 4; figure 5 gives the pressure-drop characteristics for the metal 
mesh sheet backed with 1/2-inch-thick wool felt. The chordwise extent 
of porous surface at five spanwise stations was as follows: 
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Spanwise location, percent 
Percent of chord normal Ó x O ta e is "i ie O to 
to leading edge 150 


Over the area of porous surface where suction vas not being applied or | 
during tests where nó. suction was used, the ‘surfaces were covered with | 
a thin, norporous cellulose tape. 


Porous-area extent 


Suction apparatus.- Two completely separate: suction gystems were ` Au 
employed; one for the leading-edge area suction and one for the trailing- 
edge circulation control. The ducting for each system is shown in 
figure 3. Each system was contained in a separate part of the fuselage 
which served as a plenum chamber. The leading-edge suction was supplied 
by means of a centrifugal compressor driven by variable-speed electric : eee TS 
motors. Trailing-edge suction was supplied by means of a five-stage 

axial-flow compressor driven by variable-speed electric motora. Multiple- 
tube tot&l-pressure rakes were located at the exit of the exhaust ducta = 
to measure the total flow quantities. Static pressure orifices were | ma 
located in the individual plenum chambers for each system and at several EC 
spanwise positions in the leading-edge ducts. ‘Thermocouples were it = 
mounted at the exit of each exhaust duct to measure air temperature. E 


Two-Dimensional Airfoil ^ .. ` E | gx EM: 


The two-dimensional airfoil tested in a 2- by 5-foot wind tunnel 
had an NACA 64A010 section. A 10.4-percent-chord nose flap was deflected 
ho? to prevent lesding-edge air-flow separation. The airfoil had a MA 
2-foot chord and extended across the 2-foot width of the wind tunnel. S 
Pressure arifices were located on the upper and lower surfaces of the o 
center line of the airfoil. The trailing-edge slots were similar to i e 
those for the three-dimensionel wing including the variable deflection T 
angle of the lower surface. The two-dimensional airfoil section had a 
maximum thickness of 10-percent chord compared to the maximum thickness P 
of 10.7-percent chord of the normal section of the sweptback wing. |j - 


TESTS C c we er XS "S Do woe 


Tests on the 45° sweptback wing were made to determine the magnitude 
of lift obtainable with circulation control applied by suction of air b xs 
through slots having various chordwise extents and depths and to 2 


aa 
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determine the suction flow quantities and pressures necessary to obtain 
the lift. Three-component force data were obtained at zero sideslip for 
ali slot configurations investigated. For some configurations pressure 
distributions over the wing were measured. The effect of deflecting 
partial-span split flaps to 45° and 55° on the increments of lift obtain- 
able with circulation control applied to the entire span of the wing 
trailing edge was investigated for several configurations of trailing- 
edge slots. Tests were also made with area suction applied at the wing 
leading edge to investigate the effect of circulation control over & 
large range of angle of attack without leading-edge air-flow separation. 
These latter tests were made only with the slots that indicated the 
largest increase in lift with circulation control applied. 


During the tests the angle of attack and free-stream velocity were 
held constant as the suction pressure and quantity were varied. This 
made it possible to obtain the relation between the lift increments and 
the flow quantity and pressure requirements for each slot configuration. 
The same procedure was used on the tests with leading-edge area suction 
applied to obtain the flow quantities and pressure required for leading- 
edge area suction. The tests were made at Reynolds numbers varying 
from 3.7x10% to 5.2x108 (based on mean aerodynamic chord of 6.34 feet). 


The distribution of suction across the span of the wing was 
unsatisfactory as was indicated by suction tests with no flow over the 
model. Very little suction was obtained outboard of 65-percent span 
at the lower flow quantities and no measurable amount outboard of : 

T5 percent for even the higher flow quantities. 


Limited tests were made in the 2- by 5-foot wind tunnel on & few 
slot configurations at O? angle of attack. The Reynolds number of the 
tests was 1.8x10% based on a 2-foot-chord model. The section lift 
coefficients were determined from measurements of surface pressure dis- 
tributions on the model. 


CORRECTIONS 


Tunnel-wall corrections for a straight wing of the same area and 
span as the sweptback wing were applied to the angle-of-attack and drag- 
coefficient data. The procedure was followed since an analysis indicated 
that tunnel-wall corrections were approximately the same for straight 
and swept wings of the size under consideration. The following increments 
were added: 


Ao 


0.127 C1, 


Nip = 0.0074 cy? 


gm EE e 
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No corrections were made for strut tares or for strut interference. 
All flow coefficients were corrected to stendard sea-level conditions .” 
The effect of the thrust of the exhaust jets was accounted for in the 
drag. No corrections were made to the two-dimensional data. 


RESULTS AND DISCUSSION ^ |. 


Relatively little research has been done on circulation control 
effected by means of. suction of air through slots at the trailing edge 
of airfoil sections and no investigations have been made of circulation 
control applied to a large-scale sweptback wing. Therefore, before enter- 


ing directly into the results of this investigation, a brief summary based | 


on Ehlers! theory (ref. 1) of the principle of circulation control and the 
main variables determining its effectiveness will be given. Thig type of 
circulation control is & means of producing increases in lift, without 
change in &ttitude through suction of air from the flow field into & slot 
near the trailing edge of the airfoil upper surface. By removing the air 
through the slot a sink effect is formed at the slot and thus, theoreti- 
cally, to satisfy the Kutta condition at the trailing edge of the airfoil, 
an increase in circulation is necessary. 


To avoid confusion,’ it must be noted that there is a sharp 
distinction drawn herein between boundary-layer control and circulation 
control by suction. -Boundary-layer control is a method of overcoming 
the reductions in lift caused by air-flow separation due to viscous 
effects. Therefore, in the broadest sense, boundary-layer control can 
also be considered a form of circulation control since when air-flow 
separation is prevented with boundery~layer control an increase in cir- 
culation is obtained. Circulation control by suction, however, is a 
method of increasing circulation in the absence of any viscous effects; 
for example, at an attitude of 0° where the viscous effects on the lift 
are essentially zero for a symmetrical airfoil. section, an increase in 
lift is obtained with circulation control. " : 


Ehlers' theory indicates that the variables which control the n 
effectiveness of circulation control are: first, the quantity of air .. 
removed from the flow field; second, the chordwise extent and. position - 
of the slot relative to the trailing edge; third, the thickness of the 
airfoil section; and fourth, the thickness. distribution. The increment 
of lift obtainable with ala OR control can be expressed roughly as 


«DEA, 
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This expression is for a slot at the airfoil trailing edge which, 
according to theory, is the most effective type of slot. The foregoing 
expression is exact for slots of zero width located at the trailing 
edge. In this case, the constant K is primarily a function of airfoil 
thickness; for example, for a flat plate the constant is equal to 10.0, 
whereas for an airfoil section having 1>5-percent-chord thickness the 
constant is equal to 10.7 and for a circle the constant is equal 

to 14.1. Thus, in the usual range of airfoil thicknesses, thickness 
variation has Little effect on circulation control when compared with 
the effect of flow coefficient. For slots having finite width and 
extent from the trailing edge, which would be the practical case, the 
foregoing expression for lift increment is not exact. However, the 
expression can still be used to indicate the effect of chordwise extent 
of slot on lift increment at a given Plow coefficient. For example, 
for a 15-percent-thick section at a flow coefficient of 0.03, the value 
of K varies from a maximum value of 10.7 for a slot of zero width at 
the trailing edge to a value of 8.1 for a l-percent-chord slot and to 
& value of 7.0 for a 3.0-percent-chord slot. From the foregoing, based 
on Ehlers! theory, it can be concluded that the primary control of lift 
increment is the direct effect of flow coefficient, that slot geometry 
has an important effect, and that airfoil thickness and thickness dis- 
tribution have relatively small effects. 


In view of the limited research on circulation control, the main 
emphasis of this report will be directed toward determining the effec- 
tiveness of circulation control on a relatively thin section and also 
determining whether the trends indicated by theory are applicable toa 
three-dimensional sweptback wing. The first phase of the report will 
show the correlation of the two-dimensional-section results with theory. 
The second phase will indicate the magnitude of lift obtainable and the 
power requirements for circulstion control on & three-dimensional swept- 
back wing. The third phase will indicate the effect of slot width and 
slot depth on circulation control. The fourth phase will show the 
effect of split-flap deflection on circulation control, and the fifth 
phase will show the effectiveness of circulation control over & range 
of angles of attack and will indicate the effect of circulation control 
on &ir-flow separation. 


Correlation of Two-Dimensional-Section 
Results With Ehlers' Theory 


The results of tests made with circulation control applied to the 
two-dimensional airfoil section are shown in figure 6 and are compared 
to theoretical variations of Lift with flow coefficient based on 
Ehlers! theory (ref. 1) and to the theory of reference 3. The values 
of 1ift increment, Ac,, for the experimental results are the values of 


— 
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lift increment due to circulation control obtained by suction only. For 
all slots that were tested having chordwise extents less than 3.1-percent 
chord, it was necessary to deflect the lower surface to provide suffi- 
cient depth of slot for air to pass through the siot. The results for 
the slot having 3.l-percent chordwise extent and a depth of O. 5-percent 
chord formed with no lower surface deflection indicate that the exper- 
imental values of lift coefficient are approximately 20-percent lower . E 
for a given flow coefficient than Ehlers' theoretical values for a 
3.0-percent slot for a flat plate. The results obtained with the = 
l-percent-chord slot having l-percent- -chord depth formed by deflecting 
the lower surf&ce approximately 1. 89 indicate that greater lifts can 

be obtained with suction than are indicated by theory for the 1.0-percent 
slot on a flat plate. Up to a flow coefficient of 0.02 the results are 


essentially equal to the maximum theoretical variation, Ac, = 10, / cps 


which is predicted for the. case of a slot of O-percent chord located at | l 
the trailing edge of a flat plate. For both 3.1- and 1.0-percent-chord s 
slot configurations tbe experimental data are in much better agreement 

with Ehlers' theory than with the theory of reference 3. The results 

for the third slot, having a chordwise extent of 1.0-percent chord and 

a depth of 1.3-percent chord, indicated that larger values of lift can 

be obtained than the maximum predicted by theory at flow coefficients 

above about O.Ol. . 


Therefore, based on the two-dimensional results, it can he 
concluded that, first, the maximum variation of lift increment with 
flow coefficient estimated by Ehlers' theory gives a reasonable indica- 
tion of value of lift which can be obtained with circulation control 
applied to & relatively thin airfoil section (slot extent and depth 
about l-percent of chord); second, the theory does give the proper 
trends for the effects of chordwise extent of the slot relative to the 
trailing edge; and third, the results indicate that & slight deflection. 
of the lower surface may haye conBider&ble effect on the lift obtainable 


with circulation control, an effect which is not considered in Ehlers! __ _ 


theory. 


Effectiveness of Circulation Control 
on & Sweptback Wing 


The results of tests obtained with circulation control applied to 
a 45° sweptback wing for the trailing-edge slot that gave the largest 
increase in lift with flow coefficient will be discussed herein. These 
results were obtained with a trailing-edge slot having l-percent-chord 
extent and 1.3-percent-chord depth and are shown in figures 7, 8, and 9 
for an angle of attack of 0%. The variation of wing lift coefficient 
with total flow coefficient, the corresponding changes in pitching 
moment, and the suction pressure coefficients required are shown tn 


EE 
kill .i 
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figure T. The section pressure distributions at five spanwise sections 
corresponding to the various flow coefficients are shown in figure 8 
and the spanwise variation of section lift coefficient for the respec- 
tive flow coefficients is shown in figure 9. 


The data indicate that considerable increase in lift can be 
obtained with circulation control with no increase in incidence, in 
this case an increment of lift coefficient of about 0.45. However, it 
is believed that larger Lift increments could be obtained with more 
optimum installations. It is fairly certain that the maximum Lift 
increment was limited, at least partially, due to the fact that the 
section values of suction flow coefficient at the inboard sections and 
the outboard sections of the wing fell off considerably below the values 
in the region of the mid-semispsn. 


In assessing the practicality of achieving high lifts through 
circulation control it is of interest to estimate from the two- 
dimensional results the maximum values that could be realized and ihe 
corresponding cost in power. It is first necessary to demonstrate 
that the two-dimensional results can be applied to the three-dimensional 
case with an acceptable degree of accuracy. Such a demonstration is 
given in the Appendix; while a considerable degree of approximation is 
involved, it is believed sufficiently accurate for the stated purpose 
of a preliminary look at the practicality of circulation control on an 
airplane. 


The power reduction possible through adequate control of spanwise 
suction air Plow is indicated by the following comparison. The power 
required to obtain a lift coefficient increment of 0.38 for the case 
investigated (slot s/c! = 0.01, d/c' = 0.013) is compared with that 
required provided ali the sections were operating at equal section lift 
coefficients of 0.43 over a major portion of the span to give a total 
lift coefficient of 0.38; a section flow coefficient of 0.0095 would be 
required in this latter condition. In this instance the total flow 
coefficient would be reduced from a value of 0.0064 to 0.0060 while the 
power would be reduced from & value of 73 horsepower to an ideal value 
of 4© horsepower for a free-stream velocity of 100 miles per hour. 
(Equivalent duct losses have been assumed in each case.) Some of the 
reduction in horsepower is due to the lower suction pressures that 
would be required with a uniform distribution of section lift increment, 
whereas with nonuniform spanwise distribution higher suction pressures 
would be required in the regions where the section lift increments were 
considerably greater than the lift increments for the case with uniform 
distribution. For a full-scale airplane of 400 square feet of wing 
area and &' wing loading of 40 pounds per square foot, the power required 
in level flight to obtain the total lift coefficient of 0.38 would be 
850 horsepower for this ideal installation. 
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In the two cases just compared, the simple sweep analysis indicates 
that the section lifts did not or would not reach the value of lift 
coefficient where the two-dimensional lift coefficient ceased to rise | 
rapidly with flow coefficient (figure 6 up to flow coefficients of 
about 0.015). If now it is assumed that full flow control were obtained 
for the model having the same trailing-edge slot (s/c! = 0.01, 

d/c! = 0.013) with a section flow coefficient of 0.015 existing across 
the entire span, then from considerations of simple sweep theory and 

the two-dimensional results of figure 6 a wing lift increment of approx- 
imately 0.65 would be predicted, assuming that the two-dimensional results 
were directly applicable. In any case, this would be the most optimistic 
value of lift increment obtainable. However, the power required wguld be 
very large for a full-scale airplane of 4.00-square-foot Wing area and a 
wing loading of 40 pounds per square foot. The flow coefficient required 
based on the total wing area and the free-stream velocity of 155 miles. 
per hour would be approximately 0.01. If it is assumed that the duct 
losses and suction pressure coefficient are equivalent to those for the 
model of this investigation then the power required would be approxi- ^ 
mately 2,400 horsepower. It is therefore concluded that based on this 
investigation, the use of circulation control with no change in attitude 
as a high lift device will require a large source of power. Although 
some gains possibly could be made with improved slot design, these reduc- 
tions would be small éompared to the over~all power requirements neces- 
sary due to the large flow quantities. It should „be noted that the power 
requirements would be less at higher angles . of attack than 0° due directly 
to the lower forward speeds and this will be discussed in a later section 
of the report. 7 . 


Effect of Slot Configuration on Circulation Control 


A variable that, according to Ehlers' theory, has a significant 
effect on determining the lift increment obtainable with circulation 
control is the chordwise extent of the slot from the trailing edge. 

This variable has an effect only if the slots are reasonably close to 

the trailing edge and then the effectiveness of circulation control theo- 
retically will increase as the slot position approaches the trailing edge, 
with the maximum values of lift obtained with suction at the trailing 
edge. For the case with slots significantly distant from the trailing 
edge, theoretically the lift increment obtainable will be dependent only 
upon the quantity of flow removed regardless of slot position. 


A variable that was not considered in Ehlers' theory is the effect 
of small deflections af the lower gurface near the trailing edge, as 
Shown in figure 3. In these tests, &s discussed previously, these deflec- 
tions were necessary to form slot s of sufficient depth to allow the air. 
to be drawn into the wing. 


NACA RM A5hI21 quum. 13 


The two-dimensional results discussed previously indicated that 
both of these variables, slot extent &nd lowér-surf&ce deflection, had 
an appreciable effect on the lift obtainable with circulation control. 
To determine whether the same trends sre true with circulation control 
applied on a 45° sweptback wing, and to determine whether the slot for 
which the data were obtained was near the optimum, data were obtained 
with various slot configurations. It must be noted that the spanwise 
distribution of suction may have changed with changes in the area of 
the suction slot. Therefore, the results indicated in the following 
sections may not be applicable to wings having duct configurations which 
differ from the test model. 


Chordwise extent of slot.- The variation of the lift increment, 
due to circulation control, with flow coefficient is given in figure 10 
for various chordwise extents of slot, all having the game lower-surf&ce 
deflection and hence having approximately the same slot depth. The 
results are shown in figure 11 as a function of chordwise slot extent 
and indicate that for slot extents greater or less than 0.9-percent 
chord the effectiveness of circulation control is reduced. From the 
results, it appears that Ehlers' theory indicates proper trends for 
slot extents larger than 0.9-percent chord. The loss in effectiveness 
for slots having smaller chordwise extent than 0.9 percent is believed 
to be due to air being drawn into the slot from the lower surface as 
well as the upper surface which would tend to cause a loss in circula- 
tion; this effect will be discussed further in the section concerned 
with circulation control applied in conjunction with & trailing-edge 
split flap. 


Depth of slot.- The variation of Lift increment, due to circulation 
control, with flow coefficient for various depths of slot having a 
chordwise extent of O.6-percent chord is shown in figure 12. The 
results are shown in figure 13 as a function of slot depth and indicate 
that for the O.6-percent-chord slot an increase in thé effectiveness of 
circulation control is obtained with increases in slot depth up to 
about l.l-percent chord. With slots depths greater than 1.1 percent, a 
decrease in effectiveness is obtained. However, from the results of 
tests of a number of slots depths, figure 14, it appears that each slot 
depth investigated has an optimum chordwise extent. It can be concluded 
that for the various chordwise extents of slots tested the depth of slot 
or the deflection angle of the lower surface was found to be an 
important variable as the results indicate that this variable can alter 
the resultant lift gain with circulation control by as much as 
100 percent. 


uw 
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Effect of Trailing-Edge Split Flap on Circulation Control 


In an effort to increase the lift obtained by pneu pron control, 
a trailing-edge split flap was deflected 45° and 55°. The results are gs 
shown in figures 15 and 16 for an angle of attack of approximately 0°. 
The results are given for a full-span slot (slot chordwise extent of : 
O.4=percent chord and slot depth of 1.2-percent chord) that gave the _ EE 
largest increase in lift with the flaps deflected. The lift increments  . " 
due to circulation control with flap deflections 45° and 55° are approx- 
imately equal and for any value of flow coefficient available. are 
greater than obtained with no flap deflection. In each case, a maximum 
increment of lift of about 0.61 waa obtained with a flow coefficient of | - 
O.O1h with the split flaps deflected, whereas with no flap deflection sees 
and with a flaw cceteicten’ of p .0158 the largest increment of lift eon, apia 
obtained was 0.45. | g 


As in the case of no flap deflection, the effect of chordwise slot 
extent on circulation control applied with a split-flap deflection of | on 
15% was studied. The results are shown in figure 17 as the variation  . zc 
of lift increment due only to circulation control with slot chordwise | : 
extent for the slot depth (approximately 1.2-percent chord) that gave 


the largest increase in lift. The lower-surf&ce deflection for this dd 
study was the same as for the previous study of slot extent with zero erais 
flap deflection. A comparison of figure 17 with figure 11 (which is | 


for no flap deflection) shows that an increase in the effectiveness of 

circulation control was realized when the flaps were deflected. For 

flow coefficients above 0.004, the magnitudes of lift and the trends 

are essentially the same far both cases for slot extents greater than | 
O.9-percent-chord slot. However, with the split flap deflected the l = 
effectiveness of circulation control continues to increase aa the slot 
extent is decreased to O.l-percent chord, whereas with no flap deflec- B 
tion the effectiveness of circulation control decreases with slot extents 2 deme 
less than O.9-percent chord. The trend of increased effectiveness of 
circulation control with decreased chordwise extents of slot with the 
split flaps deflected is believed to be due to the effect the flaps 
have on the flow at the trailing edge. With the flaps deflected the 
streamlines in the region of the trailing edge are turned downward. : FE 
Hence, with smaller chordwise extents of slot than O.9-percent chord, 

the air continues to be taken into the slot from the upper surface 

rather than from the lower surface as was believed to be the case with | 
no flap deflection and. the small slot extents. Therefore, an increase Es 
in circulation is obtained with the air removed from the flow field aii 
of the upper surface through slots nearer the trailing edge, es was | RE 
indicated by theory. m 


The effect of slot depth or lower-surface deflection on circulation pi 
control with the split flaps deflected is generally the same as discussed W 


i lee 
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previously without a flap deflection. The results are shown in figure 18 
for chordwise slot extent of 0.6 percent and indicate the slot-depth 
variable has e large effect on the increment of Lift attainable with cir- 
culation control. 


Effect of Circulation Control on Pitebing Moment 


The pitching-moment changes associated with the increase in lift 
due to circulation control are shown for an angle of attack of approx- 
imately O° in figure 7 for O9 of flap deflection and in figure 15 for 
1450 and 55° of flap deflection. In each case the pitching-moment changes 
associated with circulation control are large. For example, a comparison 
between the pitching-moment variation with circulation control and that 
associated with a split-flap deflection indicates that for an equal incre- 
ment of lift the pitching-moment change with circulation control is 
nearly twice as large as that given by the partial-span split flap 
(ACm/ACT, 2 0.5 with circulation control and ACm/ACL Y 0.3 for deflection 
of split flap). Similar large changes in pitching moment accompanied the 
increases in lift with circulation control when applied with the split 
flaps deflected. The reason for the large negative increase in pitching 
moment is indicated by the change in the chordwise distribution of pres- 
sures on the upper surface with circulation control applied, shown in 
figure 8 with 0° flap deflection and in figure 16 with the flaps 
deflected 45°. 


Circulation Control at Angle of Attack 


The results of applying circulation control to an aircraft wing 
have thus far been presented only at an angle of attack of approximately 
00. Theory indicates that the increment of Lift obtainable with circu- 
lation control should remain essentially constant with angle of attack 
provided that no sir-flow separation is occurring on the wing or airfoil 
section. Investigations were undertaken on the 45° sweptback wing to 
determine the effectiveness of circulation control on the sweptback wing 
over & range of angles of attack and the effect that air-flow separation 
on the wing would have on the effectiveness of circulation control. 


The static Longitudinal results with circulation control applied 
to the 45° sweptback wing are shown in figures 19 and 20 for 0°, 45°, 
and 55° of flap deflection. The results are shown for suction applied 
to only the slots that, for each flap deflection, gave the largest 
increases in lift coefficient at an angle of attack of 0%. In figure 19, 
the lift, drag, and pitching-moment characteristics are shown for 


a. 
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circulation control applied to the slot having 1.0-percent chordwise 
extent and 1.3=percent<chord depth with the flaps at zero deflection. 
The increment of lift due to circulation control is essentially constant 
up to an angle of attack of 4.2%, At higher attitudes leading-edge 
air-flow separation, which began at the outboard sections and progressed 
toward the root with increases in angle of attack, resulted in large 
reductions in.the increment of lift obtained with circulation, control. 
The loss in effectiveness occurred first at spanwise sections where air- 
flow separation was occurring. Similar trends with angle of attack are 
shown by the force data in figure 20 where circulation control was 
applied to the wing with 45° and 55° of split-flap deflection. 


To study the effectiveness of circulation control at higher angles 
of attack than those shown in figure 20, area suction was applied through 
a porous surface at the wing leading edge to delay air-flow separation. : 
The results of these tests with the split flaps deflected 45° are shown 
in. figure 21 and indicate that the effectiveness of circulation control 
remained essentially constant up to an angle of attack of about 14° where 
air-flow separation occurred on the wing. The flow-coefficient and 
pressure~coefficient requirements for the circulation control and the 
requirements for leading-edge area suction are given in table IV for the 
data presented in figures 20.and 21. Based on the results shown in 
figure 21 and table IV, the power reguirements were c&lculated for an 
airplane of 400 square feet and a wing loading of ho pounds per square _ 
foot. The results are shown in figure.22 for a range of angles of 
attack. Although the.power requirements are reduced considerably with 
increasing angle of attack, the requirements are still very large with 
the distribution of suction obtained in this investigation. 


CONCLUDING REMARKS 


The results of a wind-tunnel investigation of circulation control 
applied by suction of air through slots at the trailing edge of a swept- 
back wing indicate the following: (1) Considerable increase in lift can 
be realized on sweptback wings with this type of circulation control, 
(2) the trends indicated by theory and two-dimensional section results 
are applicable to a sweptback wing, (3) this type of circulation control 
remains effective throughout the angle-of-attack range when no air-flow 
separation is occurring on the wing, and (4) large power requirements 
are necessary to obtain & sizable increase in lift with circulation 
control. ZEE 

For the particular model under investigation, an increment of lift 
of 0.45 was obtained with a flow coefficient of 0.014 with no flap 
deflection, and an increment of lift of 0.6 was obtained with a flow 
coefficient of 0.014 with split flaps deflected 45°. The increment of 
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lift obtained with circulation control is accompanied by large increases 
in the negative value of pitching moments. 


Ames Aeronautical Laboratory 
National Advisory Committee for Aeronautics 
Moffett Field, Calif., Sept. 21, 1954 
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APPENDIX 


CORRELATION OF TWO-DIMENSIONAL SECTION DATA 


WITH SWEPTBACK-WING DATA 


As pointed out previously in the text, the spanwise distribution of 
flow coefficient was not uniform for the sweptback-wing tests and hence 
the results are probably not an indication of the maximum value of lift 
obtainable with circulation control for the available suction power. 

To obtain an indication of the magnitude of suction power requirements 
and also possible lift increments obtainable with a uniform spanwise 
distribution of suction, the two-dimensional section results were used 
to estimate the values of lift and power for the sweptback wing for 
purposes of considering possible application of circulation control to _ 


airplanes. 


A correlation between the three-dimensional swept-wing results 
and the two-dimensional section results is made herein to substantiate 
the use of the two-dimensional section results with circulation control 
for making the foregoing estimations. The correlation is made for the 
same slot configuration for the three-dimensional and two-dimensional 
models, having a l.O-percent-chord extent and l. 3=percent-chord depth 
in each case. Inasmuch as the actual values of suction flow coefficient 
were not measured at various spanwise sections of the sweptback wing, it 
was necessary to use an indirect method of correlation. It was assumed__ 
that the differences in airfoil shape and thickness of the two-dimensional 
section and the airfoil section normal to the quarter-chord line would 
have little or no effect at least within the accuracy of this approx- 
imate correlation. 


Procedure 


The specific steps in making the correlation were as follows. 
First, the simple sweep concept was applied to the negative pressure 
at 9T.5-percent chord obtained from figure 8 for the. various spanwise 
sections and flow coefficients by the following relation 


where P is the pressure coefficient based on the free-stream velocity, 
Pn is the pressure coefficient based on the normal component of the free- 
stream velocity, and A is the sweepback angle of the quarter-chord line. 
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Second, with the normal value of pressure coefficient known, the section 
lift coefficient due to circulation control based on the normal component 
of velocity was determined from the two-dimensional section data shown in 
figure 23 where the variation of section lift with surface pressure coef- 
ficient at the 97.5-percent chordwise section is shown. Third, the sec- 
tion flow coefficients were then determined, for the 1.0-percent-chord 
slot with 1.3-percent-chord depth, from the curve shown in figure 6. 
Finally, the flow quantities and section lifts were gummed up &cross the 
span. The following relation was used to obtain the total flow coeffi- 


cient, assuming that both wing panels were identical in Lift and flow 
distribution. 


2 
O 


where 2 is the spanwise length of the trailing edge. A comparison 
between the measured and calculated lift coefficients and flow coeffi- 
cients is given in the following table: 


Percent 
error in CQ 


The comparison of the Lift increments calculated and measured for 
the particular values of measured flow coefficients is shown in 
figure 24. It should be noted that the entire procedure is subject to 
several limitations which if they could have been accounted for would 
have made a difference in the correlation. 


1. The section data were obtained with a deflected nose flap, 
whereas the three-dimensional data were obtained with no nose-flap 
deflection and appear to be affected by air-flow separation at the 
higher values of flow coefficient as indicated by the pressure distri- 
butions of figures 8(e) and 8(1). 


2. The spanwise distributions of section lift coefficient 


calculated by this method are considerably different from the measured 
distribution shown in figure 9. 
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3. The loading induced at the tip sections when circulation control 
is applied inboard and the carry-over of loading across the fuselage were 
not accounted for. | g 2 


Despite the relative grossness of this correlation, it is believed 
to be of sufficient value to justify the analysis and conclusions made 
in the text. ‘It does not appear that the inadequacies of the analysis 
would lead to appreciable error in the calculated power required for the 
idealized cases based on available two-dimensional results and uniform 
suction distribution. 
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TABLE I.- COORDINATES IN PLANES PERPENDICULAR 
TO WING LEADING EDGE OF THE 45° SWEPTBACK 
WING,- PERCENT CHORD E 
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TABLE 11.- LOCATION OF PRESSURE ORIFICES 


Chordwise positions? of 
orifices (on upper and lower 
surfaces at each station) 


Station | Percent Orifice 
number | semispan number 
L 


Spanwise positions 
of orifices 


S 


MO 0-3 Oui Fu fO F2 


E) B3 Pp ER popa p py 
I5 oaoUplobo 
OOO OAD Ew HE 
UuOoOOOOO000000O0WUuNWU OW 


l 
1 
2 
2 
7 
O 
2 
O 
O 
O 
O 
O 
O 


JU 


orifices omitted: ` Bo 


Station 1: upper-surf&ce numbers 3 and >, 
lower-surface numbers 3, 4, 5, and 13. 

Station 2: upper-surface number 11, lower- 
surface numbers 10, 11, and iT. 

Station 3: upper-surface numbers 5 and 6, 
lower-surf&ce numbers 3, 10, and 11. 

Station 4: lower-surface numbers 3, 9, 10, 
and 11. 

Station 5: upper-surface numbers 15, 18, 
and 19, Jower-surf&ce numbers 3, 5, and LO. 
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TABLE III.- TRAILING-EDGE SUCTION SLOT DIMENSIONS . 


Slot Slot 
inmensa A |* |" | ^ | * LO 
s/c! 1 0.013[0.020 
ajo! 00%} .005 
o 0.005 .013| .020[0.098 
i .005 .005| .006| .008 
3 0.004] .006|0.010| .012] .020| .029 
.010| .010f .010| .011| .O212| .013 
h 0.003} .OOk] .006f .O10| .0O13| .020 
.012| .012| .013| .013| .o14] .015 
5 .005| .007 .016| .022 
«0211 .021 .023| .024 
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TABLE IV.- FLOW AND PLENUM-CHAMBER 
PRESSURE COEFFICIENTS 
(a) Table for figure 20 


C pere p eX 
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Moment 
center 


c/4 line 


Wing 
Sweep 
Aspect ratio 
Taper ratio 
Twist 
Dihedral 
Incidence 
Area 


Fuselage 
Fineness ratio 
Radius al 
station x 


Figure 1.- Geometric characteristics 


All dimensions in 


otherwise noted 


eT 


fee? unless x 


[98.8 sq f! 


10.5 


2,016 [I-35 - FAS, 
RAGA 


of the model tested. 
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Figure Qu View o? 450 
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(a) Ducting in wing. 


Figure 3.- Schematic diagram of wing. 
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(b) Porons leading-edge and trailing~edge slot. 


Figure 3.- Concluded, 
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t, inches 


Figure 4.- Thickness variation of the felt backing used in the wing 
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Figure 5.- Calibration of suction-air velocities for porous mesh sheet 


backed with one-half-inch wool felt material. 


a: 


A 


NACA RM A5LI2L A 33 


ste’ 


Ol 
D  .03/ DOS 
O Of AS 


—— ——Theory (ref. f) 
———— —Theory (ref. 3) 


AC; * /OCo 
(slot at trailing edge) 


An and m ue 
CA ~ 

^ A 
—9 anni 


SS a | 
pa 
Ole’ slot extent. 
| Ll A es A 
BEPARI Eme 
A sc ato — 

MONADA 
MAZIM ae 
: y J 

/ Pan ] a 


004 008 Of? O6 020 024 028 OX? 036 a 044 
CQ 


Figure 6.- Comparison of two-dimensional section data and theory for 
& flat plate. 
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pressure coefficients with lift 


d/ct = 0,013. 


and suction 


fot F 0.01, 


-moment , 
coefficient; slot, s 


Figure T.- Variation of flow, pitching 
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(&) CQ e = 0, Cy, = 0.05 


Figure 8.- Chordwise pressure distributions on 45° sweptback wing with 
circulation control; slot, s/e! = 0.01, d/e' = 0.013; ay) = O. 


36 


(b) Cg, = 0.0026, Cr, = 0.23 


Figure 8.- Continued. 
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(c) C Qr = 0.0064, Cr, = 0.43 


Figure 8.- Continued. 
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(a) Cara = 0,0099, Cr = 0.48 


Figure 8.- Continued. 
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Figure 8.- Continued. 
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Plain symbols wifh 
circulation control 


Flagged symbols without s 
circulation control 
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Figure 8- Concluded. 
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Figure 9.- Variation of streamwise section lift coefficient across wing 
span for several flow coefficients; ou = 0; slot, s/e' = 0.01, 


d/c' = 0.013. 
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Figure 10.- Variation of increment of lift due. to circulation control 
with flow coefficient for various chordwise extents of slot; 
qa = 07. 
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Figure 11.- Variation of lift increment due to circulation control with 
chordwise extent of slot; slot depth d/c' X 0.013, a, = 0%. 


hh P O A NACA RM AS5hI?1 


Symbol Slot 
C-2 


Figure 12.- Variation of lift increment due to circulation control with 
flow coefficient for various slot depths; s/c! 3 0.006, ay = Ore 


NACA RM ASHI21 . no 45 


.020 


d/c 


Figure 13.- Variation of lift increment due to CPC UE control with 
slot depth; slot extent, s/e! Y 0.006; a = 0°. 
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Figure 1h.- Variation of lift increment due to circulation control with chordwise extent of slot 
for various depths; a, = 0°. 
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d/e' = 0.012; a, = 0% ôf = 45° and 55°. 
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Figure 15.- Variation of flow, pitching-moment, and suction pressure coefficients with lift 
coefficient; slot, 8 
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Figure 16.- Chordwise pressure distribution on wing with circulation 
control; slot, s/c' = 0.004, d/c! = 0.012; Sp = 45% ay = 09; 


cQ = 0.0138. — EE: 
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Figure 17.- Variation of lift increment due to circulation control with chordwise extent of slot: 
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Be = 45% slot, d/e'! ¥ 0.0139, ay = 0°. 
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Figure 18.- Variation of lift increment due to circulation control with 
slot depth; slot extent, s/c! Y 0.006; Sr = 45% au = 0° 
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Figure 19.- Longitudinal characteristics of wing with and without circulation control; glot, 
s/e! = 0.01, VA = 0.013, 
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etica of wing with and without circulation control; 
gfe! = 0.004, d/e 


Figure 20.- Longitudinal cheracteri 
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Figure 21.- Longitudinal characteristics of the wing with circulation control; 
at wing leading edge; trailing-edge slot B-h, 8/0! = 0.004, d/c' 


23 


5h A NACA RM ASHI21 
5000 
wot || | ft ft | 
ot | | | | |] 
wot Sf [| | ttt 
NA | | LL 


Horsepower 
N N 
Q o 
O O 
O O 

Á 


500 
O AS 
O 2 4 6 g 0 12 14 


a, deg 


Figure 22.- Variation of calculated borsepower requirements with angle 
of attack for circulation control for 45° sweptback wing; simulated 
airplane wing loading of 40 pounds per square foot and wing area 
OO square feet; Sp.= 55°. 
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Figure 23.- Variation of section Lift increment due to circulation 
control with surface pressure coefficient at 97.>5-percent chord 
obtained from two-dimensionel section data. 
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Figure 24.- Comparison of calculated values of wing lift coefficients and measured values of lift 
coefficient for the range of flow coefficients tested. 
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